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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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( Reaffirmed 2005 ) 



Indian Standard 

DIMENSIONS FOR CORES FOR MOTION fICTURE 
AND MAGNETIC FILMS 



1. Scope— Dimensions of cores for the winding, storage and transport of motion picture film, and 
perforated film with magnetic coating or striping of 16, 35, 65 and 70 mm width. 

2. Dimensions 





DIMENSIONS FOR CORES FOR MOTION PICTURE 
AND MAGNETIC FILMS 



Nominal Size 



Film 



Core 



Width A Dia 



16 x 50 



17-5 x 100 



Millimetres 


A 


B 


16+0 
- 1-0 


50*0 ± 0-5 







35 x 50 



65 x 75 



70 x 75 



17 5 + 

- 1-0 



IOD-0± 10 



35 



+ 
- 1-0 



50-0 ± 0-5 



65 + 10 
- 1-0 



70+0 
- 10 



75-0 db 1-0 



750 ± 10 



Note I — The limits of tolerance on the bore are based on the assumption that any spindle on which the core may be 
mounted will have a diameter within the limits 25*40 ± 010 mm. 

Note 2 — It is permissible to reduce the cross-sectional area and to provide a slot or slots in the periphery for the 
attachment of the film, so long as these details do not contravene the specified dimensions. 

Note 3 — Common practices for the attachment of the film are the use of either one or two anchoring slots in 
opposite directions. The latter practice facilitates film attachment whichever way round the core is placed on its 
spindle. 

The edges of any slot, if used, may be depressed slightly to minimize pressure marks in the first few convolutions of 
the film. 

3. Concentricity of Bore and Outside Diameter — When the core is rotated on a true tightly-fitted 
mandrel, the total variation in a dial gauge reading taken at any position on the outside diameter during 
one complete revolution of ihe core shall not exceed 1*0 mm. 

4. Finish — Except for the slot and keyway, the periphery and bore shall have smooth unbroken surfaces. 
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